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K  E  D  I  C  A  L  0  FFICER'S  REPORT 


Public  Health  Department, 

1  Church  Street, 

Poult  on-1 e-Fyl de , 


Hr,  Chairman  and  Gentlemen, 


I  have  the  honour  to  present  to  you  the  Annual  Report  of  the  Medical 
Officer  of  Health  for  the  year  19 66„ 

The  vital  statistics  for  the  area  remained  generally  satisfactory  during 
the  year.  The  prevalence  of  infectious  disease  in  the  area  was  generally  of 
a  low  order  during  the  year,  but  one  hundred  and  sixteen  cases  of  measles 
were  notified. 

My  thanks  are  again  due  to  my  colleagues  in  the  Health  Department,  for 
their  loyalty  and  assistance,  to  you,  the  Chairman  and  members  of  the  Health 
Committee,  my  appreciation  of  the  encouragement  and  support  afforded  me. 


Yours  faithfully, 

J.  E.  Morris, 

Medical  Officer  of  Health, 
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STATISTICS 


Poulton-le-Fylde  is  bounded  on  the  north  by  Thornton  Cleveleys  Urban 
District,  on  the  east  and  south  by  the  parishes  of  Singleton  and  Hardhorn- 
with-Newton,  and  on  the  west  by  Blackpool  County  Borough. 

The  Council  of  the  district  is  formed  by  three  representatives  from 
each  of  five  wards  which  ares-  Poulton  North,  Poult  on  ”est,  Poulton  East, 
Carle ton  and  Hardhorn. 

The  district  is  principally  residential  in  character.  Employment  is 
provided  by  the  Imperial  Chemical  Industries,  the  building  trades,  agricul¬ 
ture  and  the  several  light  industries  on  the  industrial  estates. 


Estimated  population  for  mid  1  966  . ..  ...  , 

Population  (1961  Census)...  ...  ...  ... 

Number  of  inhabited  houses,  according 

to  the  Rate  Book  at  the  end  of  19 66  ...  . 

Area  of  district  in  acres  ....  . . 

Rateable  Value .  .  „  ... 

Sum  represented  by  a  penny  rate  ...  ...  . 


15,320 

12,600 

5,623 

2,272 

£612,703 

£2,400 


BIRTHS 


248  births  were  registered  during  the  year,  126  males  and  122  females. 
The  birth  rate  was  I6.5  per  1,000  population.  There  were  12  illegitimate 
births  and  7  stillbirths. 


Births  and  Birth  Rates  of  Recent  Years 


Year 

Rate 

No.  of  Births 

1962 

15.4 

197 

1963 

16.5 

245 

1964 

18.7 

257 

1965 

16.2 

241 

1  966 

16.5 

248 
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Infantile  Mortality  Rate 


Poulton-le- 

England  & 

Fylde 

Wales 

Infant  Mortality  Rate  . 

. .  8.1 

0 

• 

ON 

Neo-natal  Mortality  Rate  ....... 

......  8.1 

12.  0 

Stillbirth  Rate . . 

15.  4 

Maternal  Mortality  Rate  . . 

. .  Nil 

0.25 

DEATHS 

Hales  Females  Total 

1 04  89  1 93 

The  crude  death  rate  was  12.6  per  1,000  population 
The  adjusted  death  rate  was  12.7  per  1,000  population 


Deaths  and  Death  Rates  of  Recent  Years 

Year  Rate  Do.  of  Deaths 


1962 

17.7 

187 

1963 

12.5 

176 

1964 

11.9 

173 

1965 

12.2 

185 

1966 

12.7 

193 

Age  Groups 

The  table  shows  the  arrangements  of  deaths  in  the  age  groups 


A 

ge  group 

Males 

Females 

Total 

Under  1 

yr. 

2 

- 

2 

1 

- 

5 

1 

- 

1 

6 

- 

15 

— 

1 

1 

16 

- 

25 

1 

- 

1 

26 

- 

35 

1 

1 

2 

36 

— 

45 

3 

5 

8 

46 

— 

55 

6 

2 

8 

56 

- 

65 

18 

7 

25 

66 

- 

75 

36 

23 

59 

76 

and 

over 

35 

51 

86 

Total 

103 

90 

193 
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CAUSES  OF  DEATH 


Cause  of  Death 

Males 

Females 

Total 

Tuberculosis,  respiratory  . 

1 

1 

Malignant  neoplasm,  stomach  . 

0  0  0 

9  0  9 

1 

.1 

2 

Malignant  neoplasm,  lung  bronchus  ... 

9  9  0 

2 

3 

5 

Malignant  neoplasm,  breast  . . .  ... 

•  0  0 

0  0© 

- 

3 

3 

Malignant  neoplasm,  uterus  ...  ... 

0  o  o 

— 

1 

1 

Other  malignant  and  lymphatic  neoplasms 

0  ©  • 

0  0# 

9 

8 

17 

Coronary  disease,  angina  ...  ...  ... 

0  O  i. 

9  9  9 

28 

11 

29 

Hypertension  with  heart  disease  . . . 

•  a  © 

9  9  0 

1 

4 

5 

Other  heart  disease  ...  ...  ...  ... 

6 

11 

17 

Other  circulatory  disease  ...  ...  ... 

©  O  V 

9  0  0 

3 

4 

7 

Vascular  lesions  of  nervous  system  ... 

9  0  0 

9  9  9 

18 

21 

39 

Influenza  ...  . .  . 

2 

- 

2 

Pneumonia  . . . . . 

2 

2 

4 

Bronchitis . . 

6 

- 

6 

Other  diseases  of  respiratory  system 

0  9  0 

9  0  0 

1 

2 

3 

Ulcer  of  stomach  and  duodenum  ...  ... 

•  0  0 

0  0  9 

1 

— 

1 

Gastritis,  enteritis,  diarrhoea 

•  •  • 

9  9  9 

1 

- 

1 

Nephritis  and  nephrosis  ...  . 

- 

1 

1 

Other  defined  and  ill  defined  diseases 

•  wo 

0  9  0 

13 

15 

28 

Motor  vehicle  accidents  ...  ...  ... 

0  9  0 

0  9  9 

4 

— 

4 

All  other  accidents  ...  ...  ...  ... 

1 

1 

2 

Suicide  ...  ...  ...  ...  ...  ... 

4 

1 

5 

Total  all  causes 

104 

89 

193 

■■  "■■■ 

= 

-  6  - 


(0  • 


ft  ft 
ft  CD 

•H 

bD  ft 

G  -H 

•H  ft 

G  O 

ft 

0  G 

0 

ft 

•M 

© 

ft 

G 

•H 

ft  0 

ft 

0  £ 

O 

•H 

ft  00 

fc?i 

•H  0 

0 

VO 

T— 

1 

2 

2 

CM 

4 

2 

ft  0 

© 

X — 

O  03 

0 

T— 

G  O 

03 

O 

0  ft- 

o  r— 

ft 

CO 

0  C\l 

o3 

ft 

cfl 

ft 

CO 

0  ^ 

o 

.-H 

S 

0  m 

•H  VO 

ft 

CO 

ft  ON 

• 

•  •  • 

c 

• 

o 

M 

T — 

a 

•  o  o 

o 

• 

ft 

O 

9  0  « 

o 

• 

9 

CO  Ch 

• 

«  ®  • 

o 

• 

m 

P  o 

• 

• 

• 

CO 

o 

• 

o  e  o 

9 

• 

« 

ft 

•H  G 

• 

o  o  « 

• 

• 

a 

o 

ft  0 

o 

»  «  o 

O 

o 

• 

M 

O  0 

o 

9  9  0 

o 

a 

ft 

0  >5 

« 

9  0  9 

• 

• 

O 

ft 

O 

• 

a  q 

• 

o 

a 

ft 

G  0 

•  0  ■> 

• 

• 

• 

ft 

M  ft 

o 

•  *rH  *. 

• 

• 

• 

ft 

ft 

•  0  . 

o 

0 

o 

H 

ft 

o 

.  O  » 

% 

• 

a 

O  £U0 

• 

•  i — !  * 

• 

a 

• 

2 

• 

P  . 

o 

o 

9 

0  -H 

V 

• 

o3  O  . 

• 

a 

• 

0  G 

•H  G 

• 

• 

y 

0  P 

• 

X  ©  Q0 

• 

o3  ft 

CQ 

©  -Q  G 

G 

• 

• 

o 

os 

ft 

G  ft  -h 

ft  [H  G 

0 

> 

• 

o 

• 

o  2! 

*rt 

ft  O 

0 

0j 

ro 

O 

>1  0 

ft 

g 

>s 

ft 

0 

ft 

ft 

rH  G  -H 

fij  0j  O 

ft 

•H 

ft 

G 

0 

i — 1 

0 

K 

G  G  ft 

0 

0 

-J-3 

0  o 

ft 

ft 

0  O 

ft 

ft 

G 

G  ft 

0 

c3 

ft  S  ft 

G 

G 

0 

0) 

G 

0  rH  O 

n3 

rH 

ro 

i?  0 

0 

c3 

P  P  O 

o 

O 

ft 

rj 

ft 

ft 

ft  ft  ft 

CO 

CO 

n 

0 

G  G 

* 

0  «j 
ft  0 

EH  >s 

vo 

vo 

C7\ 


CO 

P3 


co 


el 


CO 

(-1 


ft 


3 

ft 

-H 


Pi  I 


M 

EH 

o 


r-t 


ft 

o 


CO 

w 

00 

u 


ft 

o 


a 

ft 

£ 


Age  Periods  -  Years 

Age  Unknown 

i 

i 

i 

I 

i 

i 

i 

i 

1 

m 

CM 

G 

0 

> 

O 

- 

- 

CM 

CM 

i 

i 

t — 

co 

in 

CM 

i 

in 

T~ 

l 

i 

i 

1 

1 

i 

i 

i 

l 

6 

- 

i 

i 

1 

1 

i 

^ — 

- 

ro 

i 

m 

CM 

m 

I 

i 

1 

1 

- 

T — 

I 

m 

1 

r- 

T - 

I 

l 

1 

1 

i 

1 

i 

t — 

l 

i-o 

CM 

i 

I 

1 

1 

i 

CM 

i 

ro 

CM 

t 

CM 

r— 

t 

l 

.1 

I 

T — 

1 

i 

CM 

T— 

1 

VO 

I 

i 

1 

1 

I 

1 

i 

VO 

0- 

VO 

i 

I 

« 

1 

i 

1 

i 

VO 

7?  “  ft  w 
ft  2  =3  ■  ® 

o  a  ^  y 

Eh  O  Zj  ", 

1 1  6 

- 

v- 

CM 

CM 

CM 

CM 

o 

rn 

r* 

Notifiable  Diseases 

Measles 

- - - 

{  Paratyphoid  B. 

•> 

ft 

•H 

0 

> 

ft 

ft 

ft 

ft 

G 

© 

ft 

0 

P 

ft 

Tuberculosis 

Pood  Poisoning 

Scarlet  Pevcr 

Scarletina 

ft 

G 

0 

ft 

G 

CD 

0 

>5 

ft 

_ 

Total 

-  7  - 


Monthly  Table  of  Infectious  Disease 
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VITAL  STATISTICS 


Live  Births 

Legitimate  . 
Illegitimate 


Crude  rate  per  1,000  population  .  «•  •••  ••• 

Adjusted  rate  per  1,000  population  . . 

Illegitimate  live  "births,  $  of  total  live  births 

Deaths  (all  causes) 

Number  registered  ...  . * 

Crude  rate  per  1,000  population  . 

Adjusted  rate  per  1,000  population  . ..  ... 

Stillbirths 

Legitimate  ...  ...  ...  ...  • » •  .  •  •  • 

Illegitimate  ...  . .  •••  •  - . 


Rate  per  1,000  total  births 


Male 

Female 

Total 

120 

116 

236 

6 

6 

12 

■  - - 

— 

— 

126 

122 

248 

16.2 

16.5 

4.84! 

104 

89 

193 

12.6 

12.7 

4 

3 

7 

- 

— 

— 

■—  ■ 

— 

— 

4 

3 

7 

27.5 


Maternal  Mortality 

Number  of  deaths  registered  ...  . .  .  «  • • • 

Rate  per  1 , 000  total  births  . ...  ...  •  •  « 

Infant  Mortality  (deaths  under  1  year) 

p 

Legitimate  . . .  ...  ...  •  °  •  •  °  °  ••• 

Illegitimate  ...  ...  ...  ♦  •  •  » •  •  •  •  • 

2 


Rate  per  1,000  live  births  . .  ••• 

Neo-natal  (deaths  under  4  weeks) 

O 

Legitimate  . 

Illegitimate  ...  ...  ...  » • •  • » •  • • °  •  •  • 

2 


Nil 

Nil 


2 

2 

8.1 


2 

2 


Rate  per  1,000  live  births  ...  ...  . . 

Early  neo-natal  (deaths  under  1  week) 

p 

Legitimate  ...  ...  ...  ...  •.«  « • •  • • •  • • • 

Illegitimate  . .  •  •  •  •  •  ° 

2 


Rate  per  1,000  live  births  ...  ...  ... 

Perinatal  mortality  rate  per  1,000  total  births 

-  9  - 


8.1 


2 


2 

8.1 

35.3 


AMBULANCE  FACILITIES 


The  Lancashire  County  Council  administers  the  ambulance  service. 

The  nearest  ambulance  station  is  at  Thornton,  and  ambulances  for 
Poulton-le-Fylde  are  obtained  from  this  station,  or  Fleetwood. 

At  Thornton  three  ambulances  and  two  duel-purpose  vehciles  are  on 
call 5  an  ambulance  and  two  duel-purpose  vehicles  are  available  at  Fleet- 
wood. 

The  service  is  maintained  on  a  24  hour  basis  at  Thornton,  and  from 
8.00  a.m.  to  12,00  p.m.  at  Fleetwood, 


NATIONAL  ASSISTANCE  ACT  1948  -  SECTION  47 


There  were  no  persons  removed  to  hospital  or  other  institutions 
as  allowed  for  by  the  compulsary  powers  of  the  above  Act. 


HOSPITALS 


There  is  no  hospital  situated  in  the  district. 

General  cases  are  admitted  to  Blackpool  Victoria  and  Wesham  Park 
Hospitals  under  the  control  of  the  Blackpool  and  Fylde  Hospital 
Ma na  geme  n  t  C  omrni 1 1  e e . 

The  Devonshire  Hospital,  Blackpool,  is  used  for  infectious  disease 
cases 5  tuberculosis  cases  use  the  Elswick  Sanatorium,  and  smallpox 
cases  go  to  the  Ainsworth  Smallpox  Hospital  near  Bury,  which  is  under 
the  management  of  the  Manchester  Regional  Hospital  Board. 


BACTERIOLOGICAL  EXAMINATION 


Facilities  for  the  examination  of  material  in  suspected  cases  of 
diptheria,  dysentery,  typhoid  fever,  tuberculosis,  food  poisoning  etc., 
are  available  to  all  Medical  Practitioners,  at  the  Public  Health 
Laboratory,  Preston,  and  Blackpool  Victoria  Hospital,  and  a  full  use  is 
made  of  these  facilities  by  this  Department. 
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MEDICAL  STAFF  OF  THE  CLIITIC 


Dr.  J.  L.  T.  Graham 

Assistant  Divisional  Medical  Officer 
Lancashire  County  Council 

Mrs.  R.  Sevan 

Health  Visitor  and  School  Nurse 

Miss  L.  Gilbert 

Health  Visitor  and  School  Nurse 

Mrs.  H.  Cook 

Health  Visitor  and  School  Nurse 

Mrs.  J.  Goodwin 

Health  Visitor  and  School  Nurse 

Mrs.  J.  H.  Mallandaine, 

30  Moorway , 

Poul t  on- le-Fy 1 de . 

Midwife 

Tels  Poulton  3528 

Miss  J.  Greaves, 

22  Carr  Close, 
Poulton-le-Fyide. 

Midwife 

Tels  Poulton  4911 


Mrs.  R.  A.  Ronson, 

18  Fylde  Road, 
Poulton-le-Fylde. 

District  Nurse 

Tels  Poulton  2529 

Miss  M.  Beswick, 

27  Wembley  Avenue, 
Poulton-le-Fylde. 

District  Nurse 

Tels  Poulton  2986 

Miss  M.  W.  Lawson 

Tuberculosis  Health  Visitor 
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COUNTY  COUNCIL  HEALTH  SERVICES  AVAILABLE  IN  POULTON-LE-FYLDE 


The  School  and  Child  Welfare  Clinic  in  Princess  Avenue,  Poulton 
le-Fylde  provided  the  following  s .rvices  at  the  times  shown* 

Clinic  Times 


Antenatal 

Tuesday  from  1.30  p.m. 

Antenatal  Relaxation  Classes 

Friday,  10.45  a*m* 

Child  7/elf  are 

Wednesday,  10.00  a.m.  -  12  noon,  and 
2.00  -  4.00  p.m. 

Chiropody 

Old  Age  Pensioners 

Expectant  and  Nursing  Mothers 
Physically  Handicapped 

Monday,  Thursday  and  Friday,  9.30 
a.m.  -  12  noon,  and  1.30  p.m.  - 
4.30  p.m. 

Dental 

Monday  and  Thursday,  9*30  a.m.  - 
12  noon,  and  2.00  -  4.30  p.m. 

School  Clinic  by  appointment 

Thursday  10.00  a.m.  -  12  noon 

Speech  Therapy 

Tuesday  10.00  a.m.  -  12  noon, 
Thursday  2.00  -  4.00  p.m. 

In  addition,  on  alternate  Monday  afternoon's  a  Child  Welfare 
Clinic  is  held  between  2.00  p.m. ,  and  4.00  p.m. ,  at  the  Carleton 
Memorial  Centro,  Staining  and  Singleton. 
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SUMMARY  OF  REPORT 


Population 

15,320 

An  increase  of  120  on  the  Population  figure  of  1965 

Acreage 

2,270  statutory  acres 


Housing 

Number  of  new  houses,  flats  and  bungalows  erected  ...  126 

Number  of  inhabited  houses  . .  ...  ...  ...  5,632 

Rateable  value  . . . . •••  £588,049 

Sum  represented  by  penny  rate  . .  £2,400 

Births  and  Mortality  Rates 

Number  of  Births  . . . . .  ...  248 

Birth  rate  per  1,000  population  ...  ...  ...  ...  16,5 

Birth  rate  for  England  &  Wales  per  1,000  population...  17.7 

Infant  mortality  rate  per  1,000  population  ...  ...  8.1 

Maternal  mortality  rate  . . . .  Nil 

Deaths 

Number  of  deaths  .  ...  ...  .  193 

Death  rate  per  1,000  population  . ...  12.7 

Death  rate  for  England  &  Wales  per  1,000  population...  11.7 

Infectious  Diseases 

130  cases  of  Infectious  Diseases  were  notified 


Sewerage 

Continuous  readings  of  the  flow  of  sewer¬ 
age’  discharged  into  the  River  Wyre  are  taken 
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Public  Health  Department, 


1  Church  Street, 

Poult on-le-Fylde, 
Lancashire. 


Mr.  Chairman  &  Gentlemen, 

Annual  Report  of  the  Public  Health  Inspector 

for  the  year  of  1 966 

During  the  year,  initial  inspections  were  made  to  offices  and  shops  in 
the  district,  regarding  compliance  with  the  new  Offices,  Shops  and  RailvTay 
Premises  Act,  1 963.  1 56  visits  were  made  to  103  registered  premises,  out  of 

a  total  number  of  134  registered  premises.  Emphasis  on  inspection  was  given 
to  sanitary  provisions,  lighting,  guarding  to  dangerous  machinery,  and  safety 
in  passageways  and  on  staircases  etc.,  besides  the  usual  provisions  of  the 
Act.  Only  one  accident  was  reported  during  the  year,  involving  the  unsatis¬ 
factory  yard  surface  to  a  public  house  in  the  town,  with  the  result  that  the 
brewery  in  question  were  approached  to  re-surface  the  yard,  and  this  work  was 
carried  out  immediately.  Detailed  inspections  of  yard  surfaces  are  essential 
where  persons  are  passing  to  and  from  various  stores  in  a  yard,  and  on  one 
occasion  a  whole  new  yard  was  completely  re-concreted,  re-leveled,  re-drained 
and  the  concrete  steps  to  an  external  store  re-constructed. 

During  the  months  of  May  to  November,  the  Department  was  concerned  with 
a  noise  nuisance  from  a  light  industrial  factory  in  the  district  operating 
at  times  during  the  night.  Night  and  early  morning  visits  were  made,  besides 
other  daily  visits  to  the  complainants' homes  ,  but  owing  to  the  intermitent 
occurrence  of  the  noise  at  night,  no  action  was  taken  by  the  Department,  The 
complainants,  however,  if  they  had  themselves  believed  the  noise  nuisance 
sufficient,  may  have  affected  the  provisions  of  the  Public  Health  Act  to  secure 
abatement  of  the  nuisance,  and  were  advised  accordingly.  The  management  of  the 
factory  were,  however,  approached  on  several  occasions  by  the  Department  with 
regard  to  the  reduction  of  the  noise,  and  in  fact  did  give  some  assistance  in 
the  matter.  A  greater  reduction  of  the  noise  was  found  when  parts  of  the  pre+- 
fabricated  building  were  completed  in  conjunction  with  their  initial  deposited 
plan. 


During  the  year  5 2  visits  were  made  to  food  premises  in  the  town,  and  it 
was  alarming  to  find  a  large  number  of  premises  falling-  short  of  the  provisions 
required  under  the  appropriate  Pood  Hygiene  Regulations.  The  main  offenders 
were  butchers*  shops,  .  where  sinks  and  washing  facilities  were  either  not 
provided,  completely  unsatisfactory,  or  isolated  from  the  premises  themselves. 
Appropriate  warning  letters  were  sent  to  all  the  food  premises  concerned,  and 
it  is  now  trusted  that  the  Pood  Hygiene  Regulations  will  be  complied  with,  and 
good  standards  of  hygiene  maintained. 
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During  the  month  of  November,  serious  complaints  were  received  at  thP 
Department  concerning  a  large  rodent  infestation  on  the  Locll  Irthfrity 
?nveh0llhd  tlP’Tand  affeotin6  adjacent  land  and  private  houses.  On  due 
rernrrt  ?  Dnn’  1  'raS  aWe  t0  poirlt  out  the  variou3  Points  and  factors  in 

infestation  0htippin«  whloh  TOS  ntributahle  to  the  large  rat 

1  iestation.  At  the  end  of  the  year,  a  part  time  rodent  control  operator 

C^XStf of°?hthe  h™841!*6  "'°rk  of  rodent  eraii nation  on  the  tip. 

plaints  of  this  nature  do  show  us  that  even  Local  Authority  controlled 

functions  can  sometimes  fall  short  of  the  required  standards,  aS  it  is 

our  constant  concern  to  ensure  that  such  Local  Authority  functions 
maintain  the  expected  standard.  *  xuncxions 

Departae^anfrLi^i  iS  my  PrSt  Annual  Report  of  the  work  of  tke 

?d4 i  n  h  t0  accord  mY  thanks  to  the  Chairman  of  the  Health 
Committee,  and  the  Council  for  the  co-operation  I  have  received  from  them. 


Yours  faithfully, 

Edward  L.  Cobb, 

Public  Health  Inspector. 
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SANITARY  CIRCUMSTANC3S  IN  THE  ARE,', 


Water 

The  Fylde  Water  Board,  of  which  Poult on-le-Fylde  is  a  constituent 
authority,  provides  a  plentiful  and  excellent  supply  of  water,  "being 
pleasantly  soft  and  of  a  peaty  nature,  from  their  gathering  grounds  at 
Grisedale  and  Stocks. 

During  the  year,  complaints  were  received  from  residents  of  some  of 
the  newer  houses  in  the  area  where  "building  was  still  in  progress, 
regarding  the  "cloudy"  nature  of  the  water  supply.  This  was  duly 
investigated,  and  found  to  "be  due  to  new  branch  mains  causing  preasure 
on  existing  mains,  with  the  resultant  deposition  of  minute  traces  of 
oxide  of  metal  in  the  water. 

The  following  are  details  of  samples  of  mains  water  taken  by  the 
Pylde  Water  Board  during  the  year. 


No.  of  samples  taken  .........  . . .  27 

No.  free  from  Coliform  organisms  .  27 

fo  satisfactory  . . .  100 


Aerobic  micro-organisms  growing  in  Yeastral  Agar 

No.  of  Colonies  per  ml,  of  sample s- 


In  2  days  at  37 °C  .  1 

In  3  days  at  22°C . . .  3 


At  31st  December,  1 966,  a  total  of  5*830  dwellings  in  Poulton-lo- 
Pylde  were  supplied  with  water  by  the  Pylde  Water  Board. 


Sanitary  Accommodation 

The  following  shows  the  numbers  and  types  of  the  various  sanitary 
arrangements  in  the  district  at  31st  December,  1966,  and  those  for  the 
previous  year. 


1965  1966 

Water  closets  . . .  6,030  6,165 


Pail  closets . 3  1 

Privies  .......................  4  0 

Dry  ashpits  . . 0  0 

Waste  water  closets  ..........  0  0 
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TYPICAL  CHEMICAL  ANALYSIS  OP  THE  WATER  SUPPLY  IN  THE  AREA 


Appearance 

Colour  (Hazen  p.p.m.  Pt) 
Turbidity  (p.p.m.  Silica) 

Odour 

Taste 

Reaction  pH  value 

Residual  Chlorine 
Free  and  Saline  Ammonia  as  Ng 
Albuminoid  Ammonia  as  H^ 
Nitrous  Nitrogen  as  Ng 
Nitric  Nitrogen  as  N^ 

Oxygen  absorbed  4  hrs.  @  27°C 
Free  Acidity  as  CO^ 

Carbonate  Hardness  as  CaCO^ 
Total  Hardness  as  CaCO^ 
Non-carbonate  Hardness  as  CaCO^ 
Excess  Alkalinity  as  Na^CO^ 
Calcium  as  CaCO^ 

Magnesium  as  CaCO^ 

Total  Solids  dried  at  l80°C 
Chloride  as  Cl 
Sulphate  as  SO^ 

Lead  as  Pb 
Manganese  as  Mn 
Copper  as  Cu 
Iron  as  Fe 
Aluminium  as  A1 
Fluoride  as  F 


Y/inter 

Summer 

Clear  &  Bright 

Clear  &  Bright 

4 

3 

Nil 

Nil 

Nil 

Nil 

Normal 

Normal 

8.3 

7.5 

p.p.m. 

0.20 

O.15 

0.03 

o.  05 

Negligible 

0.02 

Negligible 

Negligible 

0.60 

0.60 

0.14 

0.45 

<5 

c5 

10 

40 

30 

68 

20 

20 

Nil 

Nil 

22 

54 

8 

14 

73 

117 

13 

14 

24 

19 

Nil 

Nil 

Nil 

Negligible 

Nil 

Nil 

Nil 

0.03 

0. 08 

0.02 

Less  than  0.1 

Less  than  0.1 
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now  COMPLETED  DURING  THE  YEAR 


Public  Health  Acts,  1936/61  -  Sanitary  Accommodation  &  Drainage  etc. 

Repairs  to  w,  c .  compartments . . . . . . . .  4 

Cleansing  of  watercourse  of  filth  etc.  . . . . .  1 

Provision  of  satisfactory  effluent  to  watercourse,  (cesspool 

constructed)  . . 1 

Drainage  repairs . 4 

Repair  to  siphonic  flushing  mechanism . . . .  1 

Renewal  of  sink  waste  pipes  . . . . .  1 

Guttering  and  waste  pipes  replaced  . . .  2 

Sink  replaced . 1 


Housing  Repairs 

Replastering  of  walls  (rising/penetrating  dampness)  .........  14 

Renew  window  sills  . . . . .  6 

Pointing  to  external  "brickwork  ^ °  . . .  3 

Remedy  dry/wet  rot  infestations  . . 2 

Flagged  floors  replaced  . . . . .  4 

Defective  wall/ceiling  plaster  replaced  . . .  4 

Roofs  repaired  . . . . . . . .  1 

External  "brickwork  replaced  . . .  1 


Public  Health  /Housing  Inspections  etc. 

Number  of  visits  (all  purposes)  2044 

Number  of  premises  visited  . . 645 

Number  of  defects  or  nuisances  discovered  ................  27 

Number  of  defects  or  nuisances  abated  ........•««••••».••»  27 

Number  of  informal  notices  served . .  . . •••«*..«..  11 

Number  of  statutory  notices  served  . . 3 

Number  of  complaints  received  and  investigated . 32 


....... 

7To.  of  visits 

No.  of  defects 
found 

No.  of  defects 
remedied 

Food  Hygiene  (General) 

Regulations 

52 

30 

24 

Slaughterhouse  Hygic-ne 
Regulations 

2 

4 

4 

Offic  ,s,  Shops  and  Railway 
Premises  Act 

15.8 

154 

*32 

Factories  Act 

3 

13 

10 

The  large  majority  of  initial  inspections  were  carried  out  at  the  latter  end 
of  the  year,  which  accounts  for  the  low  number  of  defects  remedied  during  the 
year. 
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SUMMARY  OP  VISITS 


Slaughterhouse  visits  (meat  inspection  &  hygiene  inspections) .  753 

Housing  Acts 

Inspections  re.  sanitary  defects  and  repairs  etc . , ,  ...  ...  20 

Inspection  of  houses,  caravans  etc.  completed  ...  ...  ...  ...  ...  1 6 

Inspections  re.  Standard  Grants  ...  ...  .  ...  ...  ...  ...  34 

Inspections  re.  Discretionary  Grants  ...  ...  ...  ...  .  5 

Visits  re.  Council  Houses,  defects,  breach  of  tenancy  conditions  ...  143 

Visits  re.  applications  for  Council  house  tenancies  .  ...  ...  88 

Miscellaneous  ...  ...  ...  ...  ...  , ...  ...  ...  86 

Public  Health  Acts  1936-61 

Complaints  investigated  ,  ...  ...  ...  32 

Revisits  re.  work  ordered  or  under  investigation  (excluding  specific 

legislation) . .  ...-  ...  s...  ...  ...  ...  . .  12 

Visits  re.-  defective  drainage  ...  ....  ...  ...  . .  ...  , ..  16 

Visits  re,  nuisance  from  watercourse .  ...  ...  ...  , ..  ...  10 

Visits  re,  sanitary  accommodation  ...  ...  ...  4 

Water  samples  (paddling  pool)  ...  ...  ...  ...  ...  5 

Council  tip  (re.  controlled  tipping)  ...  ...  ...  ...  ...  ...  ...  8 

Miscellaneous  ...  ...  . .  ...  ...  ...  ...  ...  ...  ...  20 

Pood  Hygiene  Regulations  (initial  visits  &  revisits)..,  ...  ...  ...  52 

Milk  &  Dairies  Regulations  ...  ...  ...  ...  ...  37 

Pood  &  Drugs  Act  ...  ...  ...  ...  ...  ...  ...  ...  ...  ...  ...  5 

Liquid  Egg  (Pasteurisation)  Regulations  ...  ...  ...  ...  ...  ...  3 

Visits  re,  infectious  diseases  . .  ...  ...  . .  ...  ...  110 

Visits  re.  unsound  food  stuffs  ...  ...  ...  ...  ...  ...  22 

Disease  of  Animals  (Waste  Poods)  Order  ...  ...  ...  ...  ...  ...  7 

Visits  re.  rodent  and  insect  pests  . . .  . . . .  102 

Offices,  Shops  and  Railway  Premises  Act  (initial  visits  and  revisits)  1 56 

Visits  re.  IToise  Abatement  Act  ...  ...  ...  ...  ...  46 

Visits  re.  Factories  Act  ...  ...  ...  ...  . .  ...  ...  3 

Visits  re.  Caravan  Sites  and  Control  of  Development  Act  ...  ...  ...  21 

Visits  re.  Clean  Air  Act  ...  ...  ...  ...  ...  ...  13 

Visits  re.  Rational  Assistance  Act  ...  ...  ...  ...  ...  ...  ...  1 

Miscellaneous  complaints  investigated. .  ...  ...  ...  68 

Miscellaneous  ...  ...  ...  ...  ...  ...  ...  .  ...  ...  146 


Total  2,044 
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ANIMAL  BOARDING  ESTABLISH! 'ENTS  ACT,  1963 


This  Act,  requiring  the  registration  of  premises  used  for  hoarding  animals, 
was  applied  to  two  establishments,  one  is  used  for  dogs  and  cats,  and  the  other 
for  cats  only,  both  premises  comply  with  the  Council's  requirements,  the  animals 
receive  good  individual  attention,  and  the  hygiene  is  good. 


PET  ANIMALS  ACT,  1951 

There  is  one  pet  shop  in  the  district,  licensed  under  the  above  Act,  the 
premises  comply  with  the  requirements  of  the  Council,  and  such  animals  as 
hamsters,  birds,  dogs,  kittens  and  fish  are  sold. 


SWIMMING  BATHS  AND  POOLS 


There  is  one  small  privately  owned  swimming  bath  in  the  district,  which 
is  open  to  the  general  public,  a  simple  tube  filtration  is  in  operation,  and 
the  chlorination  is  done  by  hand. 

A  childrens'  paddling  pool  is  also  in  the  district,  to  which  a  steriliz¬ 
ing  agent  is  added  each  time  the  pool  is  emptied  and  refilled.  Samples  of  the 
water  were  taken,  all  of  which  proved  to  be  satisfactory. 


SCRAP  METAL  DEALERS  ACT,  1 964 

Two  certificates  of  registration  are  in  existence  in  respect  of  the 
above  Act, 


GAME  ACT,  1831 

Two  licences  under  the  above  Act  were  renewed  during  the  year,  enabling 
the  holder  to  deal  in  game  at  their  premises. 


RAG,  FLOCK  &  OTHER  FILLING  MATERIALS  ACT,  1951 

There  are  no  premises  in  the  district  requiring  registration  under  the 
above  Act, 
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REFUSE  COLLECTION  iiND  DISPOSAL 


The  cleansing  service  is  under  the  control  of  the  Engineer  and  Surveyor 
who  supplied  the  following  information. 


Collection  of  Refuse 

This  was  effected  by  means  of  two  covered  vehicles,  working  full  time. 
Disposal 

Domestic  refuse  was  deposited  on  an  area  of  re-claimed  land  behind  an 
embankment  at  Skippool  Marsh.  During  1966  approximately  6,500  dustbins  were 
emptied  every  week. 


Details  of  Service 


Total  number  of  moveable  dustbins  . 
Weight  of  refuse  collected  .... 
Total  number  o  bins  emptied  . . 

Cost  of  collection  and  disposal  , 
Weight  of  salvage  sold  . . . 


<.Qi>Ol,QCVCO0CO 


ccoeooooeoce 


ti0«aoooc&c 


Value  .............. 

Cost  of  baling  . . . . 


OlCteCCOOtitOl'OOO  O 


eoe»t)cee*eoo«o«eoo«c 


e0C0O*OOOO«0OCi  OOCtsOO  O  o  6  0  O 


6,390 

5,996  tons 

332,264 

£12,498  1 6s.  6d. 

198  tons  14  cwt.  1  qr. 
£1,523  7s.  6d. 

£1,272  11s.  6d, 


Road  Sweeping 

The  council’s  workmen  swept  1,842,14  miles  of  highway  during  the  year. 
A  mechanical  sweeper  (suction  cleaner)  was  in  operation. 
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OFFICES,  SHOPS  AND  RAILWAY  PREMISES  ACT,  1963 


Offices 

Retail 

Shops 

Wholesale 

Shops 

Warehouses 

Catering 
Establishments 
open  to  the 
Public, 
Canteens 

Fuel 

Storage 

Depots 

No.  of  registered  premises 
at  the  end  of  the  year 

23 

96 

— 

14 

1 

No.  of  registered  premises 
receiving  general  inspection 
during  the  year 

10 

84 

9 

1 

No.  of  exemptions 

- 

- 

- 

- 

- 

No.  of  employees  at  registered 
premises 

113 

212 

- 

104 

2 

Total  No.  of  visits  of  all  kinds  to  registered  premises-156 


Analysis  of  Contraventions 


Section 

Number  of  Contraventions 

found 

Section 

Number  of  Contraventions  found 

4 

Cleanliness 

11 

12 

Clothing  accommodation 

4 

5 

Overcrowding 

3 

13 

Sitting  facilities 

3 

6 

Temperature 

62 

14 

Seats  (Sedentary  Workers) 

- 

7 

Ventilation 

2 

15 

Eating  facilities 

- 

8 

Lighting 

17 

16 

Floors,  passage  &  stairs 

11 

9 

Sanitary  conveniences 

33 

17 

Fencing  exposed  parts 
of  machinery 

14 

9 

Insufficient  sanitary 
conveniences 

3 

18 

Protection  of  youpg  persons 
from  dangerous  machinery 

10 

Insufficient  washing 
facilties  • 

7 

23 

Prohibition  of  heavy  work 

11 

Supply  of  drinking  water 

4 

24 

First  aid  general  provisions 

68 
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HOUSING 


Number  of  new  dwellings  erected  during  the  year 

By  the  Local  Authority . . .  Nil 

By  other  bodies  or  persons  . . .  126 

Total  No,  of  dwellings  owned  by  the  Local  Authority  -  386 


Inspections  of  dwelling  houses 

1.  (a)  Total  No,  of  dwellings  inspected  formally  or  informally  for 

housing  defects  (under  Public  Health  or  Housing  Acts)  14 

(b)  No,  of  inspections,  formal  or  informal,  made  for  the  purpose  o7 

(c)  No.  of  dwellings  in  (a)  above  found  to  be  not  in  all  respects 

reasonably  fit  for  human  habitation  but  capable  of  being 
rnedered  fit  . . .  •  •  * •  ? 


2.  Total  No.  of  dwellings  existing  at  the  end  of  the  year, 

occupied  or  not,  which  were  unfit  for  human  habitation  and 
not  capable,  at  reasonable  expense,  of  being  rendered  fit, 
and  in  respect  of  whichs- 

(a)  Demolition  Orders  have  been  made  (at  any  time)  >.<>i 

(b)  Demolition  or  Closing  Orders  have  not  yet  been  made 


Houses  Demolished 


'  1 

Houses 

Demolished 

' 

Displaced  during 
year 

persons 

families 

In  Clearance  Areas 

1 .  Houses  unfit  for  human  habitation 

— 

- 

2.  Houses  included  by  reasons  of  bad 
arrangement  etc. 

- 

- 

- 

3,  Houses  on  land  acquired  under 

S.  43(2)  Housing  Act,  1957 

- 

— 

— 

Not  in  Clearance  Areas 

4.  As  a  result  of  formal  or  informal 
procedure  under  S.16  or  S. 17(1 )> 
Housing  Act,  1  957 

1 

1 

1 

5„  Houses  unfit  for  human  habitation 
where  action  has  been  taken  under 
local  Acts, 

— 

— 

6„  Unfit  houses  included  in  Unfitness 
Orders 

- 

- 

— 
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Unfit  Houses  Closed 


.. 

Houses 

Demolished 

Displaced  during 
year 

persons 

families 

1.  Under  S.  16(4),  S.  17(1 )  and  S.  35(1 ) 
Housing  Act,  1 957 9  and  S.  26  Housing 
Act,  1961 

*«. 

2,  Under  S.  17(3)  and  S.  26  Housing  Act 
1957 

— 

— 

3.  Parts  of  buildings  closed  under  S.  1 8 
Housing  Act,  1957 

— 

— 

— 

Unfit  Houses  Hade  Fit 


1. 

2. 


By  owner  after  informal  action  by  Local  Authority . .  2 

After  informal  notice  under  S.  9  and  S.  1 6,  Housing 

(a)  by  owner 


Act,  1957;- 


(b)  by  Local  Authority 


3-  After  formal  notice  under  Public  Health  Acts  .........  .. 

4.  After  modification  or  revocation  of  a  clearance  order 

under  S.  24,  Housing  Act.  1 957  *  •  .  ...  . . . . . 

5.  After  determination  of  a  demolition  order  under  S.  24, 

Housing  Act,  1  957  . . . . . . . . . . 

6.  After  determination  of  a  clearance  order  under  S.  27, 

Housing  Act,  1 961  . . . . . . . . . . 


Unfit  Houses  in  Temporary  Use  (Housing  Act,  1957) 


(1) 

Ho.  of  Houses 

(2) 

Ho.  of  Separate 
Dwellings  in(l) 

Retained  for  temporary  accommodations- 
(a)  Under  Section  48 

(*) 

Under  Section  17  (2) 

- 

- 

(c) 

Under  Section  46 

- 

- 

(a) 

Licenced  for  temporary  occupation 
under  Section  34  or  Section  53 

— 

— 

Purchase  of  Houses  b^r  Agr.  ement 


Ho.  of  Houses 

T'o.  of  Occupants 

Houses  in  clearance  areas  other 
than  those  included  in  confirmed 
orders 

. 
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TWHtCVHiXHT  GRANTS 


Discretionary  Grants 


(a)  Humber  of  applications  received  | 

(b)  Humber  of  applications  approved 

(c)  Humber  of  applications  refused 

(d)  Hum  er  of  dwellings  improved 

( e )  Works  c  ompl e ted 

Owner / Occupiers 

Tenanted 

1 

1 

1 

1 

(f)  Amount  paid  in  grants 

£  s.  d.  1 

275  "  "  | 

Standard  Grants 


|  Owner/ Occupiers 

Tenanted 

(a)  lumber  of  applications  received  1 

5 

1 

(b)  Humber  of  applications  approved  j 

4 

1 

(c)  Humber  of  applications  refused 

— 

(d)  Humber  of  dwellings  improved 

2 

!  i 

(e)  Works  completed 

2 

L - 1 

£  s. 

d. 

(f)  Amount  paid  in  grants 

2S3  1 0 

— 

Amenities  Provided 

1  „  Fixed  bath . °  . ^ 

2 .  Shower  ...  “ 

3.  Wash  hand  hasin  . . ^ 

4.  riot  water  supply  ...  •>  •  •  •  •  •  2 

5.  Water  closets 

i  within  dwelling  .  3 

ii  accessible  from  dwelling 

6.  Food  store . 3 
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RENT  ACT,  195? 


Certificates  of  Disrepair 


Number  of  applications  made . .  Nil 

Number  of  certificates  issued . .  Nil 

Applications  made  for  the  cancellation  of 
certificates . . ... .  Nil 

Number  of  undertakings  given  to  carry  out 
work  . . ................  . . .  Nil 


CARAVAN  SITES  AND  CONTROL  OF  DEVELOPMENT  ACT,  i960 


Residential 

Holiday 

(a)  No.  of  sites  used  for  camping 

-  -  .  - . -  . 

1 

 .  .  -------  .  -- 

3 

(b)  No.  of  vans  permanently  occupied 

1 

- 

(c)  No.  of  Site  Licences  issued 
under  the  Caravan  Sites  and 

Control  of  Development  Act, 

I960 

• 

“ 

3 

(d)  No.  of  vans  concerned  in  (c) 
above 

Site  (1  )  I58 

Site  (2)  30 

Site  (3)  32 

211 

During  the  year,  certain  farms  in  the  area  were  using  land  for  the  purpose 
of  stationing  caravans  outside  those  periods  permitted  for  Site  Licence  exemption. 
In  the  cases  concerned,  the  Department  brought  the  matter  to  the  attention  of  the 
land  owners,  and  the  appropriate  action  of  caravan  removal  was  taken. 
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RODLNT  AMD  IJMTECT/PlST  COITRCL 


The  following  taole  shows  the  number  of  visits  made  by  the  Department,  regarding 

the  control  of  insectp/pests. 


Type  of  Property 

1 

T  0  n-Agr icul t  ura 1 

Business 

Premises 

Dwelling 

Houses 

Local 
Authority 
Proper ty/Land 

Agricultural 

Total  number  of  proper¬ 
ties  (including  nearby 
premises)  inspected 
following  notification 

5 

35 

39 

2 

Number  infested  bye- 

(i)  Rats 

1 

12 

17 

1 

1 

(ii)  Mice 

1 

14 

4 

(iii)  Insects 

1 

*5 

J 

13 

Total  number  of  revists 

6 

46 

43 

4  i 

Miscellaneous 

1 

8 

4 

1 

J 

Summary 


Total  No.  of  complaints  received . 98 

Total  No.  of  infestations  discovered  . .  66 

Total  No,  of  revisits  . . 102 

Total  No.  successfully  treated  . . 66 


Tne  uork  of  insect  control,  dealt  with  complaints  regarding  plaster 
beetles,  woodworm,  wasps'  nests,  clover  mite,  and  the  usual  domestic 
insects,  the  Department  also  gave  advice  and  assistance  regarding 
the  control  of  rabbits,  moles  and  on  one  isolated  occasion,  of  frogs 
in  domestic  premises. 


Prevention  of  Damage  by  Pests  Act,  1949 

It  was  not  found  necessary  for  the  service  of  any  notices  under  this 
Act,  and  on  one  occasion  only  was  it  informally  requested  that  a 
nuisance  be  abated,  and  this  was  sufficient  to  secure  the  co-operation 
of  the  person  concerned. 
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COUNCIL  HOUSES 


Lettings 


During  1 966,  the  following  allocations  were  made  by  the  Housing  Sub' 
Committee. 

Houses  21 

Plats  7 

Bungalows 

Flatlets  2 

The  Committed  also  agreed  to  established  tenants  transferring  to 
other  Council  premises  in  three  cases. 


Register  of  Applications 

57  new  applications  were  made  for  housing  during  1 966,  At  31st 
December,  1966,  the  total  number  of  applications  made  for  Council  accom¬ 
modation  was  as  follows. 


3  bedroomed  houses 
2  bedroomed  houses 

Flats  ...oo.ue.,:... 

Flatlets  .......... 

Bungalows  ......... 


0  0  0  0  9 


9  0  0  0  0 


8  applications 
26  applications 
45  applications 
45  applications 
10  applications 


Total 


134  applications 


In  addition,  a  total  of  25  applications  were  received  from  persons 
residing  outside  the  Poult on-le-Fylde  area. 


Breach  of  Tenancy  Conditions 


During  the  year,  the  Department  received  serious  complaints  regarding 
the  keeping  of  dogs  in  flats,  contrary  to  condition  1 3  of  the  Conditions  oj 
Tenancy. 

Although  the  Department  received  initial  complaints  regarding  the 
presence  of  dogs  in  one  block  of  flats  in  the  district  only,  and  causing  a 
nuisance  to  the  residents  there,  the  Department  felt  that  it  was  necessary 
to  investigate  all  other  cases  where  dogs  or  cats  •'.'■ere  being  kept  in  flats 
contrary  to  the  Conditions  o..  Tenancy.  A  report  was  given  to  the  Housing 
Sub-Committee,  and  it  was  found  that,  as  a  large  number  of  dogs  and  cats 
were  present  in  flats,  it  would  he  morally  wrong  to  expect  that  these 
animals  he  immediately  removed  from  the  premises.  It  was  decided,  however, 
that  a  letter  be  sent  to  each  pe  son  concerned  advising  them  on  the  breach 
of  conditions,  and  that  when  the  animal  in  question  is  removed  from  the 
premises,  then  no  further  animals  may  he  brought  into  the  flats. 

-  28  - 


FOOD  AND  DRUGS  nCT,  1955 


Number  of  Food  Premises  in  the  District  at  the  end  of  the  year 


Butchers  ...  . . 1 1 

Cafes  . . .  . . . .  •  3 

Confectioners  . 3 

Fried  fish  shops  .  4 

Grocers  . .  •  •  •  25 

Greengrocers  and  fruiterers  (including  those  selling 

v/et  fish  and  game  etc.)  . 5 

Fishmongers  (including  those  selling  poultry  and  game 

etc. )...  2 

Licenced  premises*  clubs,  off  licences  . 20 

Shops  selling'  suger  confectionary,  ice-cream  minerals 
etc.  ...  19 

Total  97 


Number  of  Food  Premises  Registered  under  Section  1 6 

of  the  Food  and  Drugs  Act,  1955 


Type  of  Business 

No.  Registered 
at  31.1 2. 66 

No.  Registered 
during  1 966 

Manufacturers  of  preserved  food  etc. 

10 

- 

Premises  registered  for  the 
manufacture  of  ice-cream 

1 

- 

Premises  registered  for  the  sale  of 
ice-cream 

31 

4 

Premises  in  area  registered  for 
hawkers  of  food 

14 

1 

Ice-Cream 


During  the  year  the  following  ice-cream  samples  were  taken 


Ref.  No. 

Provisional 

Grade 

Whether 

Satisfactory 

Vic 

1 

Yes 

2/p 

1 

Yes 

3/IC 

1 

Yes 

4/ic 

1 

Yes 

5/10 

1 

Yes 
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Liquid  Dgg  (Pasteurisation)  Regulations,  19^3 
No.  of  egg  pasteurisation  plants  in  the  district 


at  the  end  of  1 966 . . . . .  Nil 

No.  of  samples' of  liquid  egg  submitted  for  the 
Alpha-Amylase  test . . . .  1 

No.  of  samples  found  to  he  satisfactory  . .  1 


Sampling 


The  Food  and  Drugs  Authority  for  the  Poulton-le-Fylde  area  is  the  Lancashire 
County  Council,  and  the  following  information  has  been  kindly  supplied  by  Dr.  S, 
C.  Gawne,  the  County  Medical  Officer  of  Health. 

A  total  of  60  samples  were  obtained,  comprising  of  33  milks  (of  which  4  were 
Channel  Islands  milk)  and  27  others  as  follows j- 


1  Self-raising  flour 
1  Potato  crisps 
1  Glycerin  B.P. 

1  Cocoa 

1  Aspirin  tablets  B.P. 

1  Gravy  browning 
1  Lard 

1  Pork  sausage 

1  Ice-cream 

2  Herbs,  dried  (culinary) 

1  Fruit,  bottled 

1  Salad  Cream' 

1  Dairy  produce,  canned 

2  Fruit,  canned 

1  Dessert  mould 

2  Table  jelly 

1  Chest  and  lung  mixture 

1  Pudding  mixture,  unsweetened 

2  Fruit,  dried 
1  Cur:~y  powder 

1  Sterilised  cream 
1  Instant  low  fat  milk,  unsweetened 
1  Cheese 


The  only  sample  which  received  an  adverse  report  from  the  County  Analyst 
during  19 66  was  the  sample  of  ice-cream  which  had  a  milk  solids  other  than  fat 
content  of  only  6.2^  instead  of  the  Regulation  7 • 5/A  In  this  case  the  vendor 
was  interviewed  and  cautioned,  and  a  further  sample  was  obtained. 
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MILK  SUPPLY 


There  were  28  distributors  of  milk  registered  by  the  Council  at  the  end 
of  1966,  they  operated  from  the  following  premises. 


Distributors  in  district  (including  shops)  .  27 

Producer  retailers  in  district  . .  1 


I'lLK  SAMPLES 

The  number  of  milk  samples  taken  during  the  year  were  as  follows; 


Type  of  milk 

Untreated 

Pasteurised 

Sterilised 

No.  of  samples 

7 

20 

8 

No.  Satisfactory 

4 

20 

8 

No.  Unsatisfactory 

3 

— 

— 

No.  Void 

— 

— 

— 

Type 

No.  of  Samples 
Submitted 

No.  Satisfactory 

No.  Unsatisfactory 

Untreated  Milk 

Methylene  Blue  Test 

7 

4 

3 

Heat  Treated  Milk 

Methylene  Blue  Test 

20 

20 

- 

Phosphatase  Test 

20 

20 

— 

Turbidity  Test 

8 

8 

Samples  Submitted  for  Bacteriological  Examination  etc. 


No.  of  Samples 
Submitted 

No.  Positive 

No.  Negative 

Tuberculosis 

6 

— 

- 

Brucellosis  -  Ring  Tost 

7 

— 

7 

Brucellosis  -  Culture  Test 

- 

— 

— 

Brucellosis  -  Biological  Test 

7 

— 

7 

Where  samples  of  milk  fail  to  pass  the  statutory  tests,  the  matter  is 
taken  up  with  the  producer  or  dairy  and  repeat  samples  are  obtained. 

In  the  event  of  the  producer  being  in  another  district,  the  result  is 
passed  on  to  the  Public  Health  Officer  for  that  area,  or  the  Area  Milk 
Officer  of  the  Ministry  of  Agriculture,  Fisheries  and  Pood,  who  are  able  to 
sample  at  the  source. 
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FOOD  II7SPECTIOH 


Food  surrendered  by  retail  shops  as  unfit  for  reasons  of  decomposition, 
mould  growth,  blown,  pierced  or  leaking  tins  etc, ,  was  collected  by  the 
Department  for  disposal,  and  subsequently  taken  to  the  Council's  tip,  and 
buried  beneath  domestic  refuse.  The  following  list  shows  the  amount  and 
weight. 


Packets 


3 


9 

1 


2 


Tins  &  Jars 

Articles 

lbs. 

ozs. 

18 

Peaches 

20 

— 

11 

Pears 

12 

14 

17 

Pineapple 

19 

- 

2 

Rasberries 

1 

12 

7 

Grapefruit 

9 

— 

8 

Apricots 

12 

4 

7 

hander in  oranges 

4 

15 

2 

Fruit  cocktail 

1 

7 

1 

Cherry  pie 

1 . 

- 

7 

Rice  pudding 

8 

3 

Jelly 

- 

11 

2 

Honey 

10 

2 

1 

Marmalade 

- 

12 

6 

Orange  juice 

5 

- 

2 

Pine  juice 

6 

4 

4 

Condensed  milk 

1 

10 

11 

Evaporated  milk 

9 

12 

Cake  mix 

15 

- 

16 

Tomatoes 

11 

6 

6 

Beetroot 

7 

12 

Sweet  corn 

- 

11 

1 

Mushrooms 

- 

8 

1 

Mixed  vegetables 

1 

- 

12 

Peas 

12 

8 

3 

Carrots 

1 

8 

4 

Beans 

4 

- 

1 

Baked  beans 

1 

8 

1 

Mustard 

- 

6 

2 

Sauce 

1 

2 

5 

Salmon 

2 

7i 

3 

Crab 

- 

12 

2 

Tuna 

- 

14 

Cod  fish  filets 

2 

- 

1 

Fish  paste 

- 

3 

20 

Soup 

15 

- 

1 

Chilli  con  carni 

- 

15 

4 

Kam 

1 

n 

O 

1 

Chopped  ham 

- 

12 

1 

Tongue 

- 

6 

5 

Luncheon  meat 

3 

12 

2 

Steak 

2 

- 

6 

Chicken 

1 

8 

Gammon 

42 

— 

256 

1 
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MEAT  INSPECTION 


Two  private  slaughterhouses  were  in  use  during  the  year.  It  was  ■ 
necessary  during  1 966  to  carry  out  meat  inspection  duties  in  the  evenings, 
on  Saturdays  and  on  Sundays, 

The  number  of  animals  inspected  from  the  date  of  decontrol  is  shown  below 


Tear 

!7o,  of  animals  killed 

and  inspected 

1954 

1693 

1955 

3154 

1956 

6482 

1957 

6857 

1958 

7039 

1959 

7462 

I960 

8509 

1961 

10,292 

1962 

10,164 

1963 

8136 

1964 

8038 

1965 

8272 

1 9  66 

11,177 

■Under  the  heat  Inspection  Regulations  of  1963?  the  Council,  empowered  to 
make  a  charge  for  the  meat  inspection  service,  received  the  sum  of  £322  7s.  6d 
during  the  year  of  1966, 


Carcases  Inspected 


Month 

Total 

Cattle 

Excluding 

Cows 

Cows 

Sheep 

and 

Lambs 

p-i  n*o 

Calves 

Total  Ho.  of  animals 
killed  and  inspected 

11,177 

271 

93 

7,651 

3,110 

52 

January 

703 

23 

10 

490 

174 

6 

February 

00  1 

co 

LP\ 

i 

19 

3 

392 

209 

5 

March 

737 

25 

8 

498 

195 

11 

April 

811 

24 

7 

537 

24.2 

1 

May 

849 

25 

7 

599 

213 

5 

June 

87T 

27 

6 

628 

214 

1 

July 

CO 

0 

9\ 

i 

27 

10 

752 

250 

9 

August 

1 ,108 

23 

9 

719 

350 

7 

September 

1,193 

21 

10 

856 

306 

October 

1,137 

24 

8 

812 

289 

4 

November 

1 ,161 

20 

9 

809 

320 

3 

December 

966 

13 

6 

599 

348 

*- 
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At  31st  December,  1965,  6  licenses  had  been  issued  by 
the  Council  enabling  their  holders  to  slaughter  animals 
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Carcases  Condemned 
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